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ADDITIONAL INFORMATION FOR BIANNUAL REPORT 


OSI Attendees at Professional Meetings : 


25X1A 


4/23-26/79 American Physical Society, 
Washington , DC 



5/14-17/79 Aerospace Medical Associa- 
tion, 50th Annual Scientific 
Meeting, Washington, DC 
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